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CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) (AWA), as 
described below. 


Date of Violation: August 9, 2011 

9 C.F.R. § 3.125(a) Facilities, general. Structural strength. The facility must be constructed of 
such material and of such strength as appropriate for the animals involved. The indoor and 
outdoor housing facilities shall be structurally sound and shall be maintained in good repair to 
protect the animals from injury and to contain the animals. 

You failed to provide adequate primary enclosures to house several tigers. 

Date of Violation: August 15, 2012 

9 C.F.R. § 3.125(a) Facilities, general. Structural strength. The facility must be constructed of 
such material and of such strength as appropriate for the animals involved. The indoor and 
outdoor housing facilities shall be structurally sound and shall be maintained in good repair to 
protect the animals from injury and to contain the animals. 

You failed to provide enclosures that were structurally sound and maintained in good 
repair. Specifically, the tiger enclosures had several areas with rust, the leopard 
enclosure had a worn resting platform, and enclosures for a mountain lion and wolves 
had paneling with large openings that could allow an animal’s head or leg to become 
entrapped. 

Date of Violation: November 8, 2012 

9 C.F.R. § 3.125(a) Facilities, general. Structural strength. The facility must be constructed of 
such material and of such strength as appropriate for the animals involved. The indoor and 
outdoor housing facilities shall be structurally sound and shall be maintained in good repair to 
protect the animals from injury and to contain the animals. 

You failed to provide enclosures that were structurally sound and maintained in good 
repair. Specifically, the tiger enclosures had metal pipes with rust. 

Date of Violation: April 10, 2013 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). Each dealer or exhibitor shall establish and maintain programs of adequate 
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veterinary care that include the use of appropriate methods to prevent, control, diagnose, and 
treat diseases and injuries, and the availability of emergency, weekend, and holiday care. 

You failed to provide adequate veterinary care for 1 adult female African spotted 
leopard who had an open lesion on the end of her tail that was hairless and reddened. 


The penalty for the alleged violation(s) described above is $1,357. 


4 



